FOR YOUR INFORMATION 



Karen Eisen 


DATE: July 31, 1992 

TO: Distribution 

SUBJECT: Marlboro RxAVides Research Plan 

This is the revised Marlboro Reseai'ch Plan, please review carefully. Please note that some 
of the sample sizes have been changed, as weU as quantity of product needed. 
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